FAIRMOUNT LINE (T) Massachusetts Bay Keolys 


Transportation Authority 


ORANGE LEVEL SCHEDULE WINTER 2017 


Monday to Friday 
Inbound to Boston AM PM 


ZONE STATION TRAIN # 1752 1754 1756 1758 1760 1762 1764 1766 1768 1770 1772 1774 1776 1778 1780 1782 
2 = Readville 7:30 8:30 9:30 10:30 11:30 12:30 1:30 2:30 3:30 4:30 5:30 6:30 7:30 8:30 9:30 10:30 


1A Fairmount EES 8:33 9:33 10:33 ‘iheste} 12:33 1:86 235 3:88 4:33 538 633 1:38 S38 OSS 10:33 
1A Morton Street 7:37 8:37 9:37 10:37 11:37 12:37 1:37 2:37 337 4:37 5:37 6:37 7:37 8:37 9:37 10:37 
1A Talbot Avenue 7:40 8:40 9:40 10:40 11:40 12:40 1:40 2:40 3:40 4:40 5:40 6:40 7:40 8:40 9:40 10:40 
1A Four Corners/Geneva Avenue 7:42 8:42 9:42 10:42 11:42 12:42 1:42 2:42 3:42 4:42 5:42 6:42 7:42 8:42 9:42 10:42 
7:44 8:44 9:44 10:44 11:44 12:44 1:44 2:44 3:44 4:44 5:44 6:44 7:44 8:44 9:44 10:44 
7:47 8:47 9:47 10:47 11:47 12:47 1:47 2:47 3:47 4:47 5:47 6:47 7:47 8:47 9:47 10:47 
7255 8:55 9:55 16:55:55 12255) 1:55 2:55 8:55 4:55 5:55) 6:55 TABS 8:55 9:55 10:55 


1A Uphams Corner 
1A Newmarket 
1A South Station 


“OQ Eh fl G 


Monday to Friday 


Outbound from Boston AM PM 


ZONE STATION TRAIN # 1753 1755 1757 1759 1761 1763 1765 1767 1769 1771 1773 1775 1777 1779 1781 1783 
1A South Station 7:50 8:50 9:50 10:50 11:50 12:50 1:50 2:50 3:50 4:50 5:50 6:50 7:50 8:50 9:50 10:50 


1A Newmarket 756 8:58 9:58 ikOseys} | NBS} | Pesexs} 1:58 2:58 S:58) 4:58 5:58 6:58 7:58 8:58 9:58 10:58 
8:01 9:01 10:01 11:01 12:01 1:01 2:01 3:01 4:01 5:01 6:01 7:01 8:01 9:01 10:01 11:01 
8:03 9:08 10:03 11:03 12:03 1:03 2:03 3:08 4:03 50S 6:03 7:03 8:03 9:03 10:03 11:03 
8:05 9:05 10:05 11:05 12:05 1:05 2:05 3:05 4:05 5:05 6:05 7:05 8:05 9:05 10:05 11:05 
8:07 9:07 10:07 11:07 12:07 1:07 2:07 3:07 4:07 SHOW/ 6:07 7:07 8:07 9:07 10:07 11:07 
8:11 9:11 10:11 1:11 12:11 1:11 2:11 3:11 4:11 5:11 6:11 7M 8:11 9:11 10:11 11:11 
8:15 G25 10:15 11:15 12:15 FS 2:15 SHS 4:15 5:15 6:15 TAS) 8:15 CHS 10:15 11:15 


1A Uphams Corner 

1A Four Corners/Geneva Avenue 
1A Talbot Avenue 

1A_ Morton Street 

1A Fairmount 

2  Readville 


EE fa GG 


Detailed schedules will be available at mbta.com and via 
Twitter @ MBTA_CR. Information on some mobile apps may not 


PLEASE NOTE: Schedules May Change REGULAR| |REDUCED CHECK Poin be updated when operating under blue or orange schedules. 
in the Event of Severe Weather SERVICE | | SERVICE TES - SERVICE 

PURPLE LEVEL BLUE LEVEL ORANGE LEVEL GRAY LEVEL 
Throughout the winter, the MBTA and Keolis will closely Call MBTA Customer Download 
monitor weather forecasts to determine if conditions Service at Transit App 


operating changes to changes. service on the 
Onanormal train schedule. Schedules will Commuter Rail. 


Trains Moderate Major schedule No passenger SE 


necessitate any change in schedule for the Commuter Rail. 


617-222-3200 


Svea aneal in a Riad schedule Shaded trains be available in 
uring this time, colors will be used to communicate the WILL NOT stations and at 


system’s service level and impact on passengers. The colors 


: Stay connected with Visit 
operate . ‘ 
for the next day will be announced by late afternoon the day P a us on Twitter 
prior. Color indicators are as follows. ae Tts @MBTA CR MBTA.com 


